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* 2211 THE ALAMEDA • SANTA CLARA, CALIFORNIA 95050 
PHONE (408)244-7313 

OFFERING: THE I BM SELEC TRIG 

Power Input 115V 60 HZ 

24V 1 AMP (2 AMPS Peak) 

I, Hardware - Handfull of Resistors and standard IMSAI S-100 
Bus Interface Board. The Selectric uses Two PIO Ports 

II. Software - ASCII to Selectric conversion programs available 

for S-100 Bus and the Digital Group (Z80/8080) 

HI. Uses Differential Transformer Inductive type pick-ups on 
keyboards. We do not use switches or optical interruptors 
which fail under oily or dirty conditions. 

IV. Parts and repairs are available in any city. 

V. The Selectric gives exceptionally clear print quality, 

VI. The Terminal can be used as a normal Typewriter. 

VII. We accept - Checks, Money Orders, Master Charge, B of A 
and First National cards. 
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OUR 10th YEAR 


TERMINAL 


IBM SELECTRIC TERMINAL 


SHOW PRICE 

REGULAR PRICE. 

SHOW PRICE. 




AS IS 




AS IS 
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CLEANED & ADJUSTED 


$595 

$649 

$649 



REGULAR PRICE 


$695 


